ORLANDO, FLA 


Mayfair Hotel located on the banks of the o 
St. Johns River at Sanford, a city of 11,000 £ 
people, directly connected with the ocean °. 
through an 8-foot channel on the St. Johns < 
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S-l —The Mayfair Hotel , Sanford , FJa. 
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